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Do-19/4/75 DEGREES/HTA/2 

202 

MEDIUM TO HEAVY/MEDIUM TO HIGH/GOOD TO POOR/SEE PARA 6 

TAKE RECEIVED AT 14232 IN COVERED STEEL BOXES. CONDITION GOCD. 
DATA CHAMBERS ON BOTH SR AND SL INTERMITTENTLY OUT OF FOCUS BEGINNING 
ar EXPOSURE NR 282i. BOTH SL AND SR FRAMES INTERMITTENTLY OUT OF 
FOCUS FROM INNER EDGE AND EXTENDING INTO APPROXIMATE CENTER OF 9 
INCH FRAME WITH FOCUS BECOMING BETTER AS IT APPROACHES OUTSIDE 
CENTER OF FRAME. APPARENT CAUSE, VACUUM FAILURE. FILM CREASE DUE 
TO FOLD IN PROCESSOR DRY BOX CHTA/2), FROM FRAME NR 931 TO 938, 
8. SMALL TEARS FRAME NRS 269, 271, 273, 9L DUE TO SP 14/76 
PRINTER MALFUNCTION. DESENSITIZED SPOTS REPORTED IN PREVIOUS 
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[| sip REPORTS NO LONGER IN EVIDENCE, METERING GOOD, 
7. NOT ACCOMPLISHED | _ 
8, TAKE TO BE FORWARDED BY COURIER APPROX 1989 LOCAL, 22 JAN 1963. 
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